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Data  from  "GNOME" [I]  about  the  "JET  [VQZDUKh]"  assembly 
19  A  of  the  WESTINOHOUSE  firm.  The  assembly 

[9  groups  unrecovered] 

Increase  in  speed.  It  consists  of  a  compressor- Internal 
combustion  chamber- turbine .  The  exhaust  nozzle  with  the 
cross-section  regulated  by  a  central  cone.  Data  of  the 
assembly: 

Weight  dry  *  850  pounds. 

Full  length  -  10O  Inches. 

Diameter  of  the  Installation  -  19  inches. 

Diameter  of  the  compressor  -  16  inches. 

Compression  ratio  of  the  compressor  -  2. 75/1 ,   number  of 

stages  of  the  compressor  -  6. 
Single-stage  turbine* 
Temperature  of  the  gas  in  the  turbine 

[3  groups  unrecovered] 

00  Fahrenheit,  maximum 


nozzle 
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works  only  when  starting.  The  normal  power  of  the  thrust  which 
is  created  by  the  assembly  £e  -aqufti  oJt     g**  |*w*t 
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